

April 26, 1991 

Gerald Hogan 
3934 Manordale Dr. 
Houston, TX. 77082 
(tel. 713-870-9707) 


Harold Weisberg 

Rt. 12, Old Receiver Rd. 

Frederick, Maryland 21701 

Dear Harold: 

Enclosed: (1) Copy of a response I received from Jim Moore, author of Conspiracy of 
One , and (2) Selected pages copied from Chief Curry's book. 

As you probably suspect, I wrote to Moore quite concerned about his above book, and 
some of the points raised therein. As lam sure you will agree, Moore is very, very 
selective in his evidence especially as it relates to the "single bullet theory." 

He is however willing to concede that there was apparent destruction of evidence 
within the DPD as to the LHO-Walker photograph. 

As you will guess, lam trying to "sort out" the significance of the DPD evidence 
photograph shown on page 88 of Curry's book. You will note that Q-9 is identified 
as being a fragment of a bullet removed from Connally's arm. You will note that it 
is quite a large "item", clearly not the one or two grains of metal of CE842. (perhaps 
this is the suppressed third fragment) 

Aside from the above, I would appreciate your comments on the Curry DPD evidence photo 
and the FBI lab report. I believe that when you review the above. It is important to 

remember two things. (1) LHO was still alive when the FBI report was written, and (2) 

the timing problem of the Z film was probably not known, and therefore this evidence 
was not contaminated with the "need" to fit things with the single-bullet theory. 

Iam attempting to locate the negative of this DPD evidence photo, or at least a orint 

from the negative. Any suggestions? I hope that I can get Groden to do an analysis 

of Q-9 to determine size, etc. 


Looking forward to hearing from you ASAP 



